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Abstract 

In this paper an equation to calculate the moment of inertia 
of a system of biparticles is presented. 

The moment of inertia of a system of particles, is given by: 
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The moment of inertia of a system of biparticles, is given by: 
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A system of particles forms a system of biparticles, and from the 
above equations the following relation can be obtained: 

L=MI cm 

where is the moment of inertia of the system of biparticles, M i is 
the mass of the system of particles, and If m is the moment of inertia 
of the system of particles relative to the center of mass. 


1 


